Ignition Key Lock 
SECURITY AND LOCKS 








17.Ignition Key Lock B: INSPECTION 
A: REPLACEMENT 1) Remove the instrument panel lower cover. 
2) Remove the lower column cover. 
1) Disconnect the ground cable from the battery. 3) Unfasten the fixing clip which secures harness, 
2) Remove the steering column. <Ref. to PS-16, and then disconnect the connector of the ignition 
3) Secure the steering column in a vise. Remove 4) Turn the ignition key plate to each position and 
the bolt with a drill. check the continuity between terminals of ignition 
connector. 
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4) Remove the ignition key lock. SL-00266 
in new bolt, tighten th Its all the way. 
5) SslGg a Hew Olh, uOMe eRe one Switch position Terminal No. Standard 
LOCK — — 
ACC No. 3 and No. 4 Less than 1 Q 
No. 3, No. 1 and No. 4 
| ON No. 3 and No. 6 Less than 1 Q 
ra No. 3 and No. 1 
Ss ae No. 3, No.2 and No.6 | bess than 1 2 
ALLS, asics does 
<a If NG, replace the ignition switch. 
ae O 
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